(Rev. 8-11-03) 



ATTENTION 



The following documents appearing in FBI files have been reviewed under the provisions of The Freedom of 
Information Act (FOIA) (Title 5, United States Code, Section 552); Privacy Act of 1974 (PA) (Title 5, United States Code, 
Section 552a); and/or Litigation. 






FOIA/PA 



□ Litigation 



□ Executive Order Applied 



Requester: 

Subject: 

Computer or Case Identification Number: 

Title of Case: Section 

154 File 

Serials Reviewed: 



Release Location: *File 



Section 



This file section has been scanned into the FOIPA Document Processing System (FDPS) prior to National Security 
Classification review. Please see the documents locate d in the FDPS for c urrent classification action, if warranted. Direct 
inquires about the FDPS to RIDS Service Request Unit, 

File Number: Section 

Serial(s) Reviewed: 



FOIPA Requester: 

FOIPA Subject: 

FOIPA Computer Number: "WW —*1 — - ~~ 

File Number: Section 

Serial(s) Reviewed: 



FOIPA Requester: 

FOIPA Subject: 

FOIPA Computer Number: 

File Number: Section 

Serial(s) Reviewed: 



FOIPA Requester: 

FOIPA Subject: 

FOIPA Computer Number: 



b2 



THIS FORM IS TO BE MAINTAINED AS THE TOP SERIAL OF THE FILE, BUT NOT SERIALIZED. 



ATTENTION 

DO NOT REMOVE FROM FILE 



SCANNED BY DocL&b (HMD) 

. IQ-Woi* 

81^0 



LAST SERIAL;. 




r- 0-93' , (Rev. 01/25/91) 




FEDERAL BUREAU OF INVESTIGA* 




COMMUNICATION MESSAGE FORM 



TRANSMIT VIA: 

IXl Teletype 

DATE: 11/3/T3 
A P A GE 1 OF S 

FM DIRECTOR FBI 



PRECEDENCE: 
I I Immediate 
E3 Priority 
□ Routine 



CLASSIFICATION: 

□ TOP SECRET 
B SJ^RET 

□ -CONFIDENTIAL 

□ UNCLAS E F T O 

□ UNCLAS 




TO CIA WASHINGTON DC/PRIORITY/ 
BT 

S E^C E T 
CITE: //0533// 

PASS: DDO/CTC . 




SUBJECT:! | 

A 

THIS COMMUNICATION IS CLASSIFIED "SECRET" IN ITS ENTIRETY. 




b3 



bl 

b3 



***^ FOR COMM CENTER USE ONLY ***^ 
NOTE: Copy Designations Are On The Last Page Of This Teletype!!! 

7Wg> ~ 



Approved By 

MRI/JUL 

Transmitted 



ISN 






23^ 



MOV .0 3199 3 





b7C 



frj-gonso 





Q 5 -!MA ( Rev . 01 /25/91 ) 



DEPARTMENT OF JUSTICE 1 
FEDERAL BUREAU OF INVESTIGAf 
COMMUNICATION MESSAGE FORM 



* 




ANOTHER U.S. GOVERNMENT AGENCY RECENTLY CONTACTED THE FBI 




S S A 



ANY INFORMATION WHICH CIA CAN PROVIDE SHOULD BE DIRECTED TO 
IT-SSTU-i NATIONAL SECURITY DIVISION. 



C BY— fr -' Bi D ON- - i l^DR 

//// 



b7C 



bl 

b3 






0-9?B (Rev. 01/25/91) 



PA6E 3 



DEPARTMENT OF JUSTICE 
FEDERAL BUREAU OF INVESTIGA 

COMMUNICATION MESSAGE FORM 






- V 




ADMINISTRATIVE NOTE/TICKLER COUNT; 

NOTF : RY ATRTFI RATFR IR/IR/SR TAMPA ££j2iJESTED[ 



Drafted By: RAF Room/TL #; 5M38 Phone No; 

COPY DESIGNATIONS: 



b2 



1 



WLF 





'! S-f 



0-93 (Rev. 01/25/91) 



TRANSMIT VIA: 
SI Teletype 

DATE: 4/12/T4 
A PAGE 1 OF 3 



w DEPARTMENT OF JUSTICE ” 
»ERAL BUREAU OF INVESTIGATION 
'COMMUNICATION MESSAGE FORM W-J 



PRECEDENCE: 

□ Immediate 

□ Priority 
SI Routine 



F M DIRECTOR FBI ( 

TO FBI NEW YORK/ROUTINE/ 






SEC 



CITE: //0L24// 



CLASSIFICATION: 

□ TQP SECRET 

El sec*£t 

□ CONFIDENTIAL 

□ UNCLAS E F T O 

□ UNCLAS 



PASS: ECONOMIC CRIMES SQUAD. 



t TP 




SUBJECT: 



THIS DOCUMENT IS CLASSIFIED S^S^ET 'IN ITS ENTIRETY. 

FOR BACKGROUND USE ONLY THE FOLLOWING INFORMATION HAS BEEN 



PROVIDED 




bate — — 

€LAS?I?rr""" 

REASON: * . t &■ ) am 
BECLASSli* if ON: 5L 




* f v « ' v*. y\ * 1' ( ; ii! 0 C & f *> A x -w ^ ' 

5ii;s Liu u •** . n<> . 

«uss$ s;sw osHSR$ts&*- ^ $ 0 > / 7 % 0 







FOR COMM CENTER USE ONLY ******* 

NOTE: Copy Designations Are On The Last Page Of This Teletype!!! 



Approved By 
MRI/JUL 



Transmitted 




<LS*C 




XT XT 




1 



-0-93 (Rev.VO 1/25/91) 

•V3. 



DEPARTMENT- GF JUSTICE 
FEDERAL BUREAU OF INVESTIGATE 
COMMUNICATION MESSAGE FORM 



# 






U 



TRANSMIT VIA: 
S] Teletype 

DATE: 3/4/T4 
-PAGE 1 OF 2 



PRECEDENCE; 
□ Immediate. 
I I Priority W; : 
f*1 Routine^ 




CLASSIFICATION: 
vrr.n TOP SECRET 

a QQ secret 

□ CONFIDENTIAL 

□ TJNCLAS E F T O 

□ UNCLAS 





FM DIRECTOR FBI {b2-fl0750> 



TO CIA WASHINGTON DC/ 

BT 

S E C^C T NOFORN NOCONTRACT 
CITE! //052b// 



b3 




REFERENCE YOUR TELETYPE DATED/] 



leu 



FBI INDICES REFLECTED A NEGATIVE SEARCH ON SUBJECT 



b3 




b3 



»C — fr - 3 i— D O A D -B- 




******* FOR COMM CENTER USE ONLY ******* 
NOTE: Copy Designations Are On The Last Page Of This Teletype!!! 



Approved By 
MRI/JUL 



!de?/oy^ 

Transmitted jZS&Z 0 3 




ISN 



Ml 







tr tr 







E T NOFORN NOCONTRACT 



BT 

//// 






C' 

/ 0-93B (Re?. 01/25/91) 

/ * 



PAGE 3 



s- 



" DEPARTMENT G^JUSTIGE 
FEDERAL BUREAU 0^ „#VESTIGATION 







COMMUNICATION MESSAGE FORM 









0-93 (Rev. 01/25/91) 



DEPARTMENT OF JUSTICE 



A PAGE 1 OF 2 



JCLAS E F T O 
UNCLAS 



• 


FEDERAL BUREAU OF INVESTIgMTON 
COMMUNICATION MESSA(Sft)RM 






TRANSMIT VIA: 


PRECEDENCE: 


CLASSIFICATION: 




IXl Teletype 


□ Immediate 


□ TOP 


SECRET 




DATE: 3/11 /'IM 


□ Priority 


El SEQ 


(et 




E Routine 


□ caft 


FIDENTIAL 





FM DIRECTOR FBI {t,2-fi07S0> 

TO CIA/ D DO/ROUTINE/ 

" N/ 

SEC R^^T NOFORN NOCONTRACT 
CITE: //052b// 




SUBJECT: 



1UL 



REFERENCE 



CAPTIONED AS ABOVE. 



3 ) 



FBI INDICES WERE SEARCHED AND CONTAINED NO RECORDS 
CONCERNING THE CAPTIONED SUBJECT. 

DIRECT ANY (3UESTI0N TO THE ATTENTION OF SUPERVISORY SPECIAL 
AGENT FEDERAL BUREAU OF INVESTIGATION 



b3 



bl 

b3 




b7C 






0-93 A (Rev. 01/25/91) 





DEPARTMENT OF JUSTICE 
FEDERAL BUREAU OF INVEST! 
COMMUNICATION MESSA' 



Tali': 

gSPc 



ION 

ORM 



PAGE 2 S E C 




E T NOFORN NOCONTRACT 



HEADQUARTERS-, NATIONAL SECURITY DIVISION-, CI-2F UNIT-, 
TELEPHONE NUMBER 

'T OTnrR-r 



BY 

//// 



b2 







ADMINISTRATIVE NOTE/TICKLER COUNT; 

THIS COMMUNICATION PROVI DE CIA WITH INFORMATION REGARDING b3 

AS REQUESTED. 



FBIHQ INDICES RECORDS WERE NEGATIVE CONCERNING THE CAPTIONED 
SUBJECT. 








Dear QJO 



I reviewed both the existing format 
and the new two column format and, in 
existing format is easier to read. This conclusion is based on 
the fact that the current linear paragraph format captures the 
information in a fashion that is not broken up. The new format 
is similar to newspaper text and is not as easy to follow as the 
old. 








I do hope that my comments are helpful. 




International Affairs 



Dtp. Dir, 

ADD Adm 

AODInv. 

Asti Dir,: 

Adm.Strvt. 

Crim.lnv. — ; 





Unit — 

imp. — _ 

fcML 

UP. — 

UgalCoun. 

R*c. Mgnt 

Tech. Setv*. — _ 



Cenp. Aft». Off. 

Off. of EEO 

Off. Liaison & 

IfttAffs, 

Off. of PubUo Affs. 

T#Wphon*Rm. . — _ 
Director** 8#o*y 








Classification of Mail: 

□ Unclassified 

□ Confidential 
□/Secret 

□ Top-Secret* 
D-'SCI* 



□ Other 



FD-501 Number 



lUQi 



Subject 



Date 

Mail Category: 

Letter 

LHM 

Report 

Teletype 



FD-502 Number 



mki 



A hi^ 







Memo 

Other 



Date of Mail 



Description of Material 



(include identity of originating office or agency) 
This serial has Removed and placed in: 

special File Room, Room 5991, FBiHQ 




(Field Office - Room, Cabinet, or other 
location where material is stored) 



This action taken based upon authority of: 
□ TS/SCICO, FBIHQ, 62-116065 

l 

'■ □ Field Office Manager — 









File and Serial number 



MFOKMATIOJT 

rnmsm ra mczAgsimw 



(Signature and Title of Approving Official) 



Date 



’requires special handling 



PERMANENT SERIAL CHARGE-OUT 




0-93 (Rev. 01 / 25 / 91 ) 



DEPARTMENT OF JUSTICE 
FEDERAL BUREAU OF INVESTIGATE 
COMMUNICATION MESSAGE FORM 



M 



TRANSMIT VIA: 
m Teletype 

DATE: H/fi/TM 

A PAGE 1 OF E 



PRECEDENCE: 
HD Immediate 
HD Priority 
fxl Routine 



CLASSIFICATION: 

□ TORSECRET 
E3 SECRET 

□ CONFIDENTIAL 

□ OJNCLAS E F T O 

□ UNCLAS 



FM DIRECTOR FBI 
TO FBI HONOLULU/ROUTINE/ 
FBI SAN FRANCISCO/ROUTINE/ 
BT 

S E C/R^T 
CITE: //DSBD// 






i 



. g. 

CLASSIFIED BY: 
REASON: lYf ) 
DECLASSIFY ON: _ 



f \ 



SUBJECT: /FBI LIAISON RELATIONSHIP WITH CIA. 







THIS COMMUNICATION IS CLASSIFIED SE^ET IN ITS ENTIRETY. 
REFERENCE HONOLULU TELETYPE TO FBIHfl APRIL L-, 



UPON RECEIPT OF REFERENCED COMMUNICATION-. FBIHfl IMMEDIATELY 




DISCUSSION DETERMINED THAT CIAHfl HAD FAILED TO ADEflUATELY 



bl 

b3 



COORDINATE UITH FBIHfl AND HONOLULU 



AS 




b7C 




FOR COMM CENTER USE ONLY ******* 
NOTE: Copy Designations Are On The Last Page Of This Teletype!!! 



Approved By 
MRI/JUL U2. 
Transmitted 







ISN 






hFR 0 9 1994 





. f 

0-93A (Rev. 01/25/91) 



DEPARTMENT OF JUSTICE 
FEDERAL BUREAU OF INVESTIGATION” 
COMMUNICATION MESSAGE FORM 






"PAGE 5 S 




f 



RECEIVING OFFICES ARE AUAREt FBIHfl AND CIAHfl REPRESENTATIVE HAVE 
BEEN ENGAGED IN SENIOR LEVEL MEETINGS DURING THE PAST TWO WEEKS 
TO ATTEMPT TO RESOLVE PROBLEMS 








BT 



//// 





0-93 B (Rev. 01/25/91) 



PAGE 3 





ADMINISTRATIVE NOTE/TICKLER COUNT; 

THIS ADVISES HONOLULU AND SAN FRANCISCO OF THE RESULTS OF 
DISCUSSIONS WITH CIAHfl REGARDING COORDINATION PROBLEMS RELATED IN 
REFERENCED HONOLULU TELETYPE. 








U.S. Departmer^P’ Justice 
* Criminal Divisiol 



io^P 



j Dep. Dir. . 


^ADD Adm. 


ADD Inv. > , 


Asst. Dir.: ‘ / 

Adm. Sews. u 


Crim. inv. L&fajL 
Ideni — 


Info: Mpmt.. 


Insp. 


Intel!. 


Lab. . 


Lecal Conn. 


Tech. Ser/s. 


Trsinina . . 


Cong. Afts. Off. 


Off. of £E0 


Off. Liaison & 
Ini. Affs. 


Off. of Public Affs 


Telephone Rm. 


Director's Office 





Office of the Assistant Attorney General 



MEMORANDUM 



Washington , D.C. 20530 



1 0 1993 



TO: 



The Director 

Federal Bureau of Investigation 



FROMvy. 0 -. John C. Keeney 

fk 

SUBJECT: 







Acting Assistant Attorney General 












b3 



Attached is a letter from the Central Intelligence Agency 
dated I 



Pl ease conduct an appr opriate inv estigation. You may wish to 
contact I ~l of the CIA | | for further 

information. Any investigative report should be provided to the 
appropriate United States Attorney's Office. If you have a ny 
questions concerning t his matter. 
the Criminal Division 



f 



lease contact 



m 



b3 

b7C 



Attachment 

UeiGLcsim! 















ft 

U. S. De^t of Justice 

Criminal Division 




Washington, D.C. 20530 



FEB I 1994 



MEMORANDUM 

TO: Louis J. Freeh 

Director 

Federal Bureau of Investigation 



G 




FROM: 



Geoffrey R. GreiveldingeraPV^-' 
Acting Chief 

Narcotic and Dangerous Drug Section 
Criminal Division 



SUBJECT: Referral of 



Attached is a letter from 



This matter, which has been designated asf 



The attached information is referred to voJ^for whatever 
action you may deem appropriate, 1 



We would appreciate being informed of the results of any 
investigation, as well as any additional referrals you may choose 
to make. ' ^ ' 

Attachment 
^ - ENCLOSURE 



S £- 0 , /iO-L-fx y)*W / LtJ 

fit: CIA- 
£ 

£SH- <1 — - 



*** ' -^fv 

-"9Y& 









0-9 (Re^>46-79) 






TRANSMIT VIA: AIRTEL 

CLASSIFICATION: 



DATE: 3/15/94 



FROM: Director, FBI 
TO: SAC, Baltimore 

REFERRAL o/^" 



The Narcotic and Dangerous Drug Section, Criminal 
Division, DOJ, received the attached communication from the C IA 
and referred it to me for whatever action deemed appropriate,! 

( ^Subsequent contact with| ~ 

| I therefore , a copy of at tachec 

should be fu rnished to | 

F I No further action is being taken at FBIHQ. 



Enclosures 
1 - 



Room 5062 - Enclosures 




507 ~ 0/5- 



NOTE: Referral requested by memo from the Narcotic and Dangerous 
Drug Section, Criminal Division, DOJ, to the Director, dated 
2/1/94. Handli ng coordinated with SSA| 1 CID, w ho 

^ determined from! " | 



ESH : aim 










20 


S 




. gg 




W 


OH 


m 


m 


VO 




VO 







en 

CiiASSfJiiii.' t '* *» f y 

KSASO?, 1 ; h<i C- ) 
DECLASSIFY CN; % — 






fa & 






FBI/DOJ 









CLASS . 
STATE t 



ACTION COMMUNICATION Date 

FROM: Intelligence Division 

Facility Security Unit, 

Security Countermeasures Section-^ 

I 1 ' 

CONTACT! ssa| I O.AOyTTTrr^^-^. 

Room 4370, FTS I I 

c — > , 

TO: Administrative Services Division ~ 

Facilities Management and Security Section 



TITLE: 



Date: 04/09/93 



‘***^0, 




This document is classified "SEORET" in its entirety 
unless otherwise marked. / \ 



Memorandum from L. A. Potts to Mr. Gilbert dated 




REQUEST (S> : . .That the Administrative Services Division (ASD) 

•v is sue an unescorted Security Acc^lse Con trol System (SACS) Badge 
(^to f B who will serve a one-week 

temporary duty ( TD Y ) assignment in the Organized Crime/Drug 
Branch (OC/DB) Section of the Criminal Investigative Division. 



DETAILS : 



The Security Progra ms Manager (SPM) has approved b3 

: buildin g access top I 

js of thef [Central 

jency . p) )| | -T0c/ ^ '/*/ 9) 

' f ri CP *1 YftA 9 y 



1 


employees of the 




c 


Intelligence Agency. 







OTHER FILEsV^62-80750^> 

1 - File # 261-20 

2 - Mr. Potts (Attention: 

(Attention: 

1 - Mr. Hale 
1- 1 1 
1 -..Mr, Walsh (Attention: 
EfcW'-mc (8) 




SSSFCEOEXC! 



unw 

When'S 



CLASSIMED by: 
DECLASSIFY on: 

SE^ET 







2 

TbTo 









04/09/93, Re: 26V0 






"jwill serve a one-week TDY 



assigment i>i tlT5 OC/DB Section “of the Criminal Investigative 
^Division around 4/12/93. They wjll primar y work in the 
^/Intelligence Unit, OC/DB. j| [ H will rotate on a 



weekly or bi-weekly basis with 



personnel. 



On 4/9/ 93. a representative of the SPM verified 

B have the appropriate clearance to be 
ed routine unescorted access to FBIHQ. On 4/9/93, 
appropriate FBIHQ record checks were conducted on these 






individuals and no derogatory information was found. 

When access is no longer needed, the OC/DB 
section. Criminal inv estigative Division, should ensure that 



1 SACS badges are returned to the Security 
unit, ASD, and that the SPM, Intelligence Division, is notified 



so appropriate records can be adjusted accordingly. 



2 








0210 MSI 0115? 

?? RUCNFa 

DE VIE £0008 3231635 

rm sssss 



>:i Let- 4 T VTcKN* 



w RECEiVED 

TELETYPE UNIT 

I 0 S 3 17 0 M 

FEDERAL BUREAU 
M INVESTIGATION''^ 






:0 director f a t / p r t d ri t y . r f 5 j 

CLASSIC- •- A 







ft3f& A<2m. . ...— 
A3? few.- , . ~ ..ni 
AflSt Oir.: 

Atiw. Ssrvs. 

6nm. tnv. , - 

itfent A 

Info-. M{P«t i - 

.1 ato. — 

U|a! CoUfL 
Tof.h. Soc/s. 

trainings 

| Mf $. G5|L «, 

jew. cmoJlL 

| fox, aws. _j£ 
I Off, of A«C 
| Te£?pfcono Rm. « 
| Cfcce&r'o W % e o- 



t(o J/ 




SEOTTDW ONE OF Tk : 0 SECTIONS 
CI T Es /755S0 sv.'i359o322// 



PA^S? OLI 4 9 FLU 1 SSA 




N S D i SSA 




SPECIAL ASSISTANT TO AOIC FOR MSOo 



■UCJ-CT.* FBI LIAISON RELATIONSHIP iai I TH th S cl A SUDEfi 



11/22/03. 



THIS CaiMUNlCATlOM IS CLASSIFIED "S^O^ET' 1 In ITS 



: NT I R 2 T Y , 



ft- FSiHq TELETYPE TO ALL FIELD .OFFICES, 11/15/93* 

I M LESAT, VltV-a®$ 22 MONTHS OF =XISTEWC=* LEGAT HAS 
EXPERIENCED A '-'ERY s^r RELATIONSHIP If 















I j Wi J J 

FEOERwJs^>v^ 

4 QF INVESTIGATION 



0206 *Rl OL157 
f»P RtiCHFS . 

OE VIE #0007 3231634 
ZHV SSSSS 



9 191632? MOV 93 



FM LEG AT VIENNA 

TO DT RECTOS FSI/PRI jRITV/ 




<?c, 'TION Two 3F TjfO SECTION 









Cl IE J //5560 ; V;\!359.3I2// 
PASS ; 0LI*9 FLO 1 SSA I 



MSDs SSA 



SPECIAL ASSISTANT T3 ACL 



: 0 ?- N S D , 



SU^J’ 



Lr 8 * r&l 



Li A ISO'! RELATIONSHIP si I TH THE Cl A > BODE Ds 



11/22/93 



TEXT CONTINUES: 



ATE 6El:1G HA HOLED EXPEDITIOUSLY THROUGH 



legat, 








s 






■^•''F’rS SIGNAL# 



Lt GAT EWJGYS ,*ns EXCEPTIONALLY PRODUCTIVE MO MUTUALLY 
ScN’E^rciAL ftFL A ? ’?ITK 






^SqMMEL HA Vc BA TAfEHEuY COOPERATIVE 

L.E. ? r%T tiP Cj\A | IOWSo 














Classification of Mail: 

□ Unclassified 

□ Confidential 

□ Secret 
p^Top Secret* 
CD^CI* 




□ Other 

FD-501 Number 

Subject 

Date of Mail _ 



^4 -U ni te - 

35a 



\ 

Date 




Mail Category: 

Letter Airtel 



LHM Memo • * ■ 

Report Other 

Teletype r^C. £p L- tl 



FD-502 Number 



, Description of Material 



(include identity of originating office or agency) 



This serial has been removed and placed in: 

[5-Special File Room, Room 5991, FBIHQ 



(Field Office - Room, Cabinet, or other 
location where material is stored) 

This action taken based upon authority of: 



□ TS/SCICO, FBIHQ, 62-116065 
^eld Office Manager — 




File arrd Serial number 



867^0 ~TS - / ; 3 y 



(Signature and Title of Approving Official) 



Date 



'requires special handling 






PERMANENT SERIAL CHARGE-OUT 



FBI/ DO J 




RFC-jV:’ r ’ 




9 p 



^ ! L ! ‘ . ' . . J , . 



C347 NRI 01496 
®P RUCNFB 

DE OTT #0005 3212017 
7.NY SSSSS 
P 1720162 NOV 93 
~H LEG AT OTTAWA (65F-149) 

TO DIRECTOR FBI/PRTORITY/ 

3T 

\ 

T (NOfORN) 

/ 25150:01 041*321 17 NOV 937/ 





€LASS«jlf r M 
REASONS L 4^ ) 
0ECLASSS"if' ON: 1 







6 - 



pass: fbihq/nsd? attn: ssa 



. b7C_ 



o 



SJPJECT: c BI liaison RELATIONSHIP WITH THF >Oa! n ttncn: 

U/22/Q3* 

THIS COHMUN ICAT IuN IS CLASSIFIED* !, SEcXkJ** IN ITS 
En t IR£TY 0 



RE BUTEL TO ALL OFFICES DATED 11/15/93* 

legat otta'ja relationship i-jith the central intelligence 






Classification of Mail: 

□ Unclassified 

□ Confidential 

□ Secret 






'Top Secret* 
5>^CI* 



Da,. £2AZ12 
Mail Category: 

Letter Alrtel 




LHM Memo _J 

Report Other ^frCL^rmi Le 

Teletype 



□ Other 




This serial has been removed and placed in: 

©"Special File Room, Room 5991, FBIHQ 



(Field Office - Room, Cabinet, or other 
location where material is stored) 

This action taken based upon authority of: 



□ TS/SCICO, FBIHQ , 62-116065 



0^Fi 



Field Office Manager 



File and Serial number 



rs-g/s? 



(Signature and Title of Approving Official) 



Date 



•requires special handling 




SPOBm&'How eoirmsE© 



33 TJBGU&&V& 

frfer-V J /jtgsa; 






PERMANENT SERIAL CHARGE-OUT 



FBI/ DO J 




Classification of Mail: 


Mail Category: y 




□ Unclassified 




Letter ^ 


Alltel 


□ Confidential 




LHM 


Memo 


a Secret 




Report 


Other 


a^Top Secret* 




Teletype 




Q-'SCP 








□ Other 








FD-501 Number _ 


9 0 - 71 


FD-502 Number ... 





Subject 

Date of Mail 



Description of Material 



(include identity of originating office or agency) 
This serial has been removed and placed in: 

t/special File Room, Room 5991, FBfHQ { 



□ 



(Field Office - Room, Cabinet, or other 
location where material is stored) 

This action taken based upon authority of: 

.! . 

□ TS/SCICO, FBfHQ, 62-116065 
Q>Fie}d Office Manager 



f 



_ hd^loTSo - rs ?/</$ 

r!ii • i I ' 



Fife and Serial number 



a — 

(Signature and Title of Approving Official) 




PERMANENT SERIAL CHARGE-OUT 




0-73 (Rev. 4-24-90) 






MESSAGE READDRESSAL 
(Restricted Use) 



! Cy x 



1 . f jj 

Date : _ Precedence : □ Immediate Priority Q Routi ne? 

Class: □ Top Secret Sp^Xet □ Confidential Q Unclas EFTO □ Unclas 

Ia^U^A^L &AJU">KJ 

Forward Attached Message to Designated Addressees: 



DIRECTOR FBI 



/-&>T flJeriAS LSDie,/^^ f&L iJ xf 

/ - • -*-* .. - 



□ BATF WASHINGTON DC 

□ CIA WASHINGTON DC 

□ CIA DDO NC 

□ CDRINSCOM FT BELVOIR VA 

□ CDRJSOC FT BRAGG NC 

□ COMMANDANT COAST GUARD WASHINGTON DC 

□ DIA WASHINGTON DC 

□ DIS WASHINGTON DC 

□ DEPT OF ARMY WASHINGTON DC 

□ DEPT OF ENERGY GERMANTOWN MD 

□ DEPT OF ENERGY EOC WASHINGTON DC 

□ DEPT OF JUSTICE WASHINGTON DC 

□ DEPT OF STATE WASHINGTON DC 

□ DEPT OF TREASURY WASHINGTON DC 

□ DET 21 CSAA FT BELVOIR VA 

□ DIRNAVINSERV WASHINGTON DC 

□ DRUG ENFORCEMENT ADMIN HQ WASH DC 



□ FAA WASHINGTON DC 

□ HQ AFOSI BOLLING AFB WASHINGTON DC 

□ HQ AFSAC FT BELVOIR VA 

□ HQ INS WASHINGTON DC 



□ JCS WASHINGTON DC 

□ JSOC WO WASHINGTON DC 

□ NATIONAL SECURITY COUNCIL WASH DC 

□ NRC WASHINGTON DC 
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MEMORANDUM 
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SUBJECT: 



Louis J . Freeh 
Director 

Federal Bureau of Investigation 

Geoffrey R. Greiveldinge^£^- 
Acting Chief 

Narcotic and^Dangerous Drug Section 
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Attached is a letter from 



3?his matte r, which has been designated asf 
concerns | 



j&pmzo^ 



The attached information is referred to you for whatever 
action you may deem appropriate, including further referral to 
state and local authorities. 

We would appreciate being informed of the results of any / / 
investigation, as well as any additional referrals you may choose// 
to make. // 
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Central Intelligence Agency 
Washington, D. C. 20505 






Dear 



Reference is made to your I 




This communication will serve to confirm a con versation 
; place between Sup ervisory Special Age nt (SSA) 1 I 

of this office and/ |of your office onfsQ 
1994. H v - 



„ Purina t] 
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II 


l that based upon a review of the facts presented^ 



ad yisedll [ that based up on a review of the facts presented 

in | | to the Assistant Attorney General 

Criminal Division, there appears to be neither a violation of law 
nor any indication of criminal intent on the part of the subject. 
Therefore, the Federal Bureau of Investigation will take no action 
in this matter. / a' efyi <£? I t 



Accordingly, this case is being referred back to your 
.....agency for any internal action deemed appropriate. 
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Off. Liaison'S 
Int. Affs. 

Off. of Public Aff 
Telephone Rro . 
Director's Office 



I Jo Ann Harris 
Assistant Attorney General 
iCriminal Division 
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